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Pi. of the United States at Philadelphia, Pa., 


SUPERINTENDEN‘S OFFICE, 


18S 


X Superintendent. 
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RG104 E-1 Box 158 





NARA RG104, Entry 1, Box 158 


USS. Mint 
July 5, 1889 


Permission to take out of the Mint 4 steam gauges for repairs to John Bonnes Chf. 
Engineer. 


DMF. 
Sup. 


[Noted on back:] 

7/5/89 

Rec’d the cashier 4 steam gauges. 
T. Shaw 


per 
W. Pettingell 


